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Message Text 


LIMITED OFFICIAL USE AMMAN 5043 

DEPARTMENT FOR A/SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: ICA METAL DETECTOR 
REE: A) USICA 06617, B) ATHENS 3825 

1. REFTEL A INDICATES EITHER DIVERS OR SENTRIE METAL 
DETECTORS SHOULD WORK ON ICA AMMAN LOBBY DOOR. POINT 
IS MADE THAT DOOR SWINGING INTO STAIRWELL WILL NOT CAUSE 
PROBLEM OF MOVING METAL. NON-TECHNICIAN WOULD BELIEVE DIRECTION 
DOOR SWING, EITHER IN STAIRWELL OR INTO LOBBY WOULD CAUSE 
PROBLEM BECAUSE METAL DETECTOR IS HOUSED INSIDE DOOR FRAME 
AND WOULD NOT MAKE DIFFERENCE IE DOOR SWUNG OUT OR IN. 

SY/OPS/T MAYBE UNAWARE METAL DETECTOR IS TO BE HOUSED IN 

THIS FASHION. 

2. IN ANY CASE, REFTEL B INDICATES DIVERS METAL DETECTOR 
BEST UNDER ICA AMMAN CONDITIONS. IF NOT DONE SO ALREADY, 

WOULD APPRECIATE SUCH A METAL DETECTOR BE 
PURCHASED THROUGH A/SY/OPS/T USING FISCAL DATA 

FROM USICA TERRORIST FUNDS. 
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